NONDOCKETED ITEMS     273
8503010064 Appeals denial of FOIA request for Ofc of Investigation Rept 2-83-010. OUWERKERK.R. Dredge Technology Corp. 1656. 84/09/25. FELTON.J.M. Division of Rules and Records. 2pp. 29192:040-29192:044.
8503010070 Responds to appeal of FOIA request for Ofc of Investigation Rept 2-83-010,AppeaI granted.Rept encl.
HAYES3.B Office of Investigation. 84/11/09. OUWERKERK.R. Dredge Technology Corp. 1p. 29192:045-29192:196.
-8503010075 Investigation Rept 2-83-010 on 830816-0909.Major areas investigated:NorfoIk Dredging Co willful possession & use of byproduct source w/o
BURCHR.H., VORSE.J.Y.,  HAYES.B.B. Office of  Investigation. 84/04/30.  151pp. 29192:046-29192:196.
8503010080 FOIA request for J DelMedico or Ofc of Congressional Affairs response to H Watson 84-891 memo & Commission or NRC response to list of 34 followup questions.
AFTERGOOD.S. Committee to Bridge the Gap. 85/01/07. Division of Rules and Records. 1p. 29191:308-29191:308.
8503010084 Responds to FOIA request for any response to H Watson 841002 memo to J DelMedico & any response to list of 34 followup questions.Documents listed on app
FELTON.J.M. Division of Rules and Records. 85/01 /25. AFTERGOOD.S. Committee to Bridge the Gap. 2pp. 29191:309-29191:352.
-8503010086 Responds to 841002 list of addl questions for record of hearing on conversion of research & test reactors to low enriched U fuel. Responses to 28 of 34 questions encl.
PALLADINO.N.J. Commissioners. 84/12/17. FUQUA.D. House of Rep., Science & Technology. 1p. 29191:311-29191:350.
-8503010092 Submits list of documents hand delivered in response to H Watson 841002 memo as addl matl for high enriched U/low enriched U hearing record. DELMEDICO.J. Office of Congressional Affairs. 84/10/29. Office of Congressional Affairs. 2pp. 29191:351-29191:352.
8503010091 FOIA request for documents re facility 840917 IE rept & contract between NRC & EG&G.
GARDES, GREGORY.J.S. Government Accountability Project. 84/09/18. Office of Administration. 2pp. 29191:187-29191:188.
8503010094 FOIA request for four categories of documents re Philippine Nuclear Power Plant Unit 1.
SCHLEMMER.D.L Government Accountability Project. 84/07/05. Division of Rules and Records. 2pp. 29191:107-29191:108.
8503010096 FOIA request for three categories of documents re Aamodt 840621 motion & Ctr for Disease Control review of motion.
AAMODT.M.M. Aamodts. 84/12/20, FELTON.J. Division of Rules and Records. 1p. 29191:098-29191:098.
0503010098 FOIA request for S Varga 840810 Itr to WL Stewart & ends. PEDRO.J. NUS Corp. CD-LIS-84-931. 84/12/14. Division of Rules and Records. 1p. 29191:066-29191:066.
8503010100  Partial response to FOIA request for documents re facility. Forwards App A documents.Documents also available in PDR.
FELTON.J.M. Division of Rules and Records. 84/11/13. GARDE.B., GREGORY.J.S. Government Accountability Project. 2pp. 29191:189-29191:307.
-8503010108 Recommends that EG&G rept entitled, "Comanche Peak Steam Electric Station:Alleged Climate of Intimidation," be issued as board notification.Rept findings concern intimidation issue.Related info encl. IPPOLITOJ.A. NRC - No Detailed Affiliation Given. 84/09/17. EISENHUT.D.G. Division of Licensing. 36pp. 29191:191-29191:307.
8503010101   Partial response to FOIA request for three categories of documents re Aamodt 840621 motion & Ctr for Disease Control review of motion. Forwards App A documentApp B documents available in PDR.
FELTON.J.M. Division of Rules and Records. 85/02/20. AAMODT.M.M. "Aamodts. 3pp, 29191:099-29191:106.
8503010102  Partial response to FOIA request for four categories of documents re Philippine Nuclear Power PlantForwards documents listed on app.Documents also available in PDR.
FELTON.J.M. Division of Rules and Records. 84/10/17.
SCHLEMMER.D.L. Government Accountability Project. 3pp. 29191:109-29191:186.
-8503010124 Notification of 840105 meeting in Bethesda,MD to discuss scope of Philippine FSAR review assistance.
6LSHAN.L Licensing Branch 1. 83/01/03. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 29191:112-29191:113.
-8503010143 Responds to request for list of reviewers & signed work request supporting Philippine FSAR review assistance. Ground rules listed.
CAPRA,RA Division of Systems Integration (post 811005). 83/11/17. OLSHAN.L Licensing Branch 1. 11pp. 29191:114-29191:124.
-8503010159 Submits Chapters 11 & 12 omitted from 831116 Itr.covering source termsjiquid waste sys & shielding. BARTOLOME Philippines, Govt. of. 83/12/05. YOUNGBLOOD.BJ. Licensing Branch 1. ip. 29191:125-29191:125.
-0503010172 Requests proceeding of FSAR natl team be expedited, Individuals nominated for natl positions listed.
INATOM.G. Affiliation Not Assigned. 84/02/09, LAFLEUR, GORE.A. NRC - No Detailed Affiliation Given. 1p. 29191:126-29191:126,
-8503010176 Forwards background info for use during Z Bartolome 840508 visit. LAFLEUR.J.D. Office of International Programs, Director. 84/05/04. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 29191:127-29191:131.
-8503010185 Amplifies telex requesting NRC assistance during review of Philippine Nuclear Power Plant Unit 1 FSAR.ParalTel reviews suggested due to difficulty of assembling team & transportation expense.
BARTOLOME.Z.M. Philippines, Govt. of. 83/05/18. LAFLEUR.J.D, Office of International Programs, Director, 2pp. 29191:132-29191:133.
-8503010189 Discusses Z Bartolome planned visit re safety evaluation of Philippine Nuclear Power Plant.NRC will not assume regulatory responsibility. LAFLEUR.J.D. Office of International Programs. Director. 83/12/13. Philippines, Govt. of. 2pp. 29191:134-29191:135.
-8503010198 Verifies NRC position re containment integrated leak rate testing at reduced pressure.NUREG-0610 & NUREG/CR-0570 requested. MATEO.AJ. Philippines. Govt. of. 84/05/09. BERNARDO.B.C. NRC - No Detailed Affiliation Given. 1p. 29191:136-29191:136.
-8503010204 Submits details re FSAR mission request.including mechanical design.nuclear design & process auxiliaries concerning Philippine Nuclear Power Plant Unit 1. BARTOLOME Philippines, Govt. of. 84/10/17. YOUNGBLOOD.B.J. Licensing Branch 1. 1p. 29191:137-29191:137.
-8503010208 Discusses Itr from Commissioner of Philippine AEC requesting NRC assistance in review of FSAR for Philippine Nuclear Power Plant Unit 1 .Concurrence w/ response Itr requested.
LAFLEUR.J.D. Office of International Programs, Director. 83/06/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29191:138-29191:138.
-8503010215 Advises that safety review team reviewing Philippine Nuclear Power Plant Unit 1 may need access to Westinghouse proprietary info.Ofc of Intl Programs will have reviewers sign statement of responsibility to protect info. LAFLEUR.J.D, Office of International Programs, Director. 84/04/04. Office of Nuclear Reactor Regulation, Director. 3pp. 29191:139-29191:141.
-8503010221 Requests addl info re Philippine Nuclear Power Plant Unit 1, including sintering temp & moisture content & ATWS. Related info encl. NACARIO.N. NRC - No Detailed Affiliation Given. 84/03/19. BARTOLOME, BERNARDO Philippines, Govt. of. 13pp. 29191:142-29191:154.
-8503010224 Forwards background info for use during 840618 courtesy call by Philippine AEC.
LAFLEUR.J.D. Office of International Programs, Director. 82/06/17. CHILK.S.J. Office of the Secretary of the Commission. 4pp. 29191:155-29191:158.
-8503010232 Discusses A ver Albano request for courtesy call to Commissioners on 820618 re Philippine nuclear safety program.Concurs w/request. LAFLEUR.J.D. Office of International Programs, Director. 82/06/15. CHILK.S.J. Office of the Secretary of the Commission. 1p. 29191:159-29191:159.
-8503010237 Forwards background info for use during Z Bartolome 840508 visit re Philippine Nuclear Power Plant.
LAFLEUR.J.D, Office of International Programs, Director. 84/05/04. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 29191:160-29191:164.
-8503010242 Discusses scheduled Z Bartolome 840508 visit re safety review team.Appointment w/Palladino scheduled for 840508. Related info & viewgraphs encl. LAFLEUR.J.D. Office of International Programs. Director. 84/05/01. CHILK.S.J. Office of the Secretary of the Commission. 18pp. 29191:165-29191:186.
8503010103 Responds to FOIA request for S Varga 840810 Itr to WL Stewart & encKApp A documents encl & available in PDR.
FELTON.J.M. Division of Rules and Records. 85/01/09. PEDRO.J. NUS Corp. 2pp. 29191:067-29191:097.
-8503010109 "Comments on Detailed Control Room Design Review Program Plan.Surry Power Station Units 1 & 2 & North Anna Power Station Units 1 & 2."
*  Lawrence Livermore National Laboratory. 84/06/11. 27pp. 29191:071-29191:097.
8503010116  Further response to FOIA request for EG&G June 1983 NUREG/CR-3301, "Catalog of PRA Dominant Accident Sequence Info." Forwards App M of NUREG/ CR-3301 re facility.Document also available in PDR.
FELTON.J.M. Division of Rules and Records. 84/10/24. SHOLLY.S. Union of Concerned Scientists. 1p. 29191:001-29191:065.
-8503010123 App M to NUREG/CR-3301, "Limerick Generating Station."
*   EG&G, Inc. 84/06/30. NRC - No Detailed Affiliation Given. 62pp. 29191:003-29191:065.
8503010117 FOIA request for documents re listed LERs & TMI SALP rept. BARFIELD.K. Public Citizen Litigation Group. 84/07/23. FELTON.J. Division of Rules and Records. 6pp. 29190:342-29190:347.
8503010119 Further response to FOIA request for documents re 96 LERs & TMI SALP rept.Forwards documents listed in app.Documents also available in PDR. FELTON.J.M. Division of Rules and Records. 84/10/24. BARFIELD.K. Critical Mass Energy Project 2pp. 29190:348-29190:362.
-8312010440 Summary of 831012 trip/meeting w/util at site re reactor trip circuit breaker malfunctions that occurred during testing.
KNIGHT,J.P. Assistant Director for Comp. & Structures Engineering (Post 830201). 83/11/18. NOVAK.T.M., MIRAGLIA.F.J. NRC - No Detailed Affiliation Given, 7pp. 29190:350-29190:362.
8503010133 FOIA request for correspondence between UCLA & NRC re research reactor decommissioning.Documents not served on parties in reactor relicensing proceed-ing in previous 6 months required.
AFTERGOOD.S, Committee to Bridge the Gap. 84/09/20. Office of Administration. 1 p. 29190:305-29190:305.
8503010137 Responds to FOIA request for correspondence between UCLA & NRC re research reactor decommissioning.Forwards documents listed in app. FELTON,J.M. Division of Rules and Records. 84/10/23. AFTERGOOD.S. Committee to Bridge the Gap. 2pp. 29190:306-29190:341.
-8503010144 "Guidance & Discussion of Requirements for Application to Terminate Non-Power Reactor Facility OL"
*  Standardization & Special Projects Branch. 84/08/15. 9pp. 29190:310-29190:341,
8503010140 FOIA request for transcript & documentation of presentations at 841024 afternoon & 841026 morning sessions of "12th Water Reactor Safety Research Info Meeting" held on 841022-26 as referenced in 840906 weekly info rept. AFTERGOOD.S. Committee to Bridge the Gap. 84/11/05. Office of Administration. 4pp. 29190:300-29190:303.f   Engineering. SPEIS.T.P. Division of Safety Technology. 2pp. 29192:002-29192:039.ement AT(49-5)-1305 to complete investigation of possible young faulting & seismicity of Hanford.WA area. PECORA.W.T. Interior, Dept. of, Geological Survey. 69/09/05. SHAW.M. Atomic Energy Commission. 2pp. 29189:321-29189:321.280034 Forwards results of review of Brownstown Township emergency operation plan, per 820928 request.
